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SD5DS-A-62 
2 August 1971 


UNITED STATES INTELLIGENCE BOARD 
INTELLIGENCE INFORMATION HANDLING COMMITTEE 
System De sign and Development Subcommittee 

AGENDA 

Meeting Wednesday, 4 August 1971, 1330 Hours 
Room 4F21 . CIA Hqs. 


!• Approval of minutes of the 61 st meeting. 

2. Discussion of Implementation Plan for IWIN #3. 

3. Progress report on Terminal Symposium Program Committee. 
4 tt- — O ther business. 
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